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The Charlotte Mason Digital Collection is a not-for-profit 
database created in 2009-2011 to assist scholars, researchers, 
educators and students to discover, use, and build upon the 
Charlotte Mason Collection of archives, journals and books 
housed in the Armitt Library & Museum (UK). To learn more 
about this database or to search the digital collection, go to The 
Charlotte Mason Digital Collection. 

Your use of images from the Charlotte Mason Digital 
Collection is subject to a License . To publish images for 
commercial purposes, a license fee must be submitted and 
permission received prior to publication. To publish or present 
images for non-profit purposes, the owner, Redeemer University 
College, must be notified at cmdc@ redeemer. ca and submission 
of a copy of the context in which it was used also must be 
submitted to the owner at cmdc@ redeemer. ca. Credit lines, as 
specified in the License , must accompany both the commercial 
and non-profit use of each image. 

Unless you have obtained prior permission, you may not 
download an entire issue of a journal nor may you make multiple 
copies of any of the digital images. Higher resolution images are 
available. [Low resolution (150 dpi), single copy printing is 
permitted: High resolution images for publication can be 
purchased. Please contact Redeemer University College in 
writing as specified in the License to request high resolution 
images. 

While the document originals are housed in the Armitt Library & 
Museum, Redeemer University College owns the rights to the 
Digital Images (in jpg/pdf format) of the original archival 
documents and artifacts. The original Digital Images and 
database metadata are owned and maintained by Redeemer 
University College. Multiple images are bound together in PDF 
Packages. Click here to download the latest version of Adobe 
Reader for better viewing. In the PDF, click an image thumbnail 
to view it. 

This project was made possible through collaboration among the 
Armitt Library & Museum (Ambleside, UK), Redeemer 
University College (Ancaster, Canada) and the University of 
Cumbria (UK) and with the financial assistance of the Social 
Sciences and Humanities Research Council of Canada. 


Need help? If you do not see a side-bar with image thumbnails: 

Some of the PDF packages are large and will take some time to download. A very large PDF package may open more successfully 
if you download it first to your desktop. (From inside the database record, right-click on the link to the PDF package and save the 
link to your desktop.) Once it’s on your desktop, you can open it up with a recent version of Adobe Reader . 

If you have a Macintosh with Safari, the default program to open PDFs is Preview, which does not open the PDF packets. Mac 
users need to download Adobe Reader . If this cover page appears without a list of PDF files (either at the side or bottom of the 
screen), look for a paper clip or a menu option to view attachments. If you click that, you should see a list of the pages in the PDF 
package. 

Viewing files with Linux: This works with the default PDF viewer that comes pre-installed with Ubuntu. While viewing this 
cover page in the PDF viewer, click "View" on the top toolbar, and check the box that says "Side Panel". That will bring up the 
side panel. The side panel will show only this cover page. Click the ‘arrow’ at the top of the side panel, and it will give you the 
option to view "attachments." If you click that, you should see a list of PDF files, which are the pages in the PDF package. 
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P.N.E.U. NOTES. 


The Annual Meeting will be held on June 7, at London House, by t h 
kind permission of the Bishop of London. The Presidents of the P.N.g ^ 
Lord and Lady Aberdeen, will be present. 

• Parents’ National Education Union. — Presidents : Lord and Lad - 
Aberdeen ; Hon. See. : Miss C. M. Mason, House of Education ; Chairman 
of Central Council : Dr. A. T. Schofield ; Vice-Chairman : A. C. P. Coote 
Esq. Hon. Local .SVc.?.— Belgravia and Westminster Branch : The Lady 
Isabel Margeson, 63 St. George’s Road, S.W. Hampstead and St. John’s 
Wood Branch : Miss C. S. Playne, 20 Buckland Crescent, Belsize Park 
N.W. Streatham: Mrs. Strode, Bankside, Leigham Court Road, S.E.' 
Woodford: Mrs. Spedding Burwen, Bywell, E. Reading: Wm. Salmon 
Esq., 56 London Street. Ilkley, Yorks : Mrs. Francis Steinthal, Wharfe- 
mead. Sheffield: Mrs. Newton Coombe, Burns Bank. Leeds: Mrs. John 
Barrow, Westwood. Kendal : Colin Somervell, Esq. Sussex : Mrs. Borrer, 
Pakyns Manor, Hurstpierpoint. Manchester: Mrs. Welsh, Trehem, 

Talbot Road. Members’ subscriptions, $s. per annum, to include both heads 
of a household. Subscribers of 10 s. a year and upwards are entitled to 
receive the Parents' Review free. All inquiries may be addressed to 
H. P., Hon. Organising Sec., 8 Carlton Hill. 

Belgravia and Westminster Branch. — A delightful meeting was 
held on March 17, at 9 Chelsea Embankment, by the kind permission of 
the Marchioness of Ripon, when a lecture was given by Mrs. Ormiston 
Chant, on “ Brain-starved Children.” Lady Aberdeen presided, and 
explained in a few words the aims of the P.N.E.U. Her words were so 
persuasive and convincing, that they, combined with Mrs. Ormistod Chant's 
eloquent lecture, brought many new members. The number that attended 
was very large. 

Westminster and Belgravia Branch.— Miss Agnes Mason will give 
eig it lessons to members, on “ How to Give Religious Instruction.” The 
e=sons will be held on two mornings a week for one hour during four 
consecutive weeks, beginning at the end of April, at 14 Lennox Gardens, 
y kind permission of Mrs. Paget. Miss Agnes Mason has had wide and 
racticd experience in giving religious instruction to children. Many 
parents feel the importance of rightly instructing their children in religi° n 
n m°ra it> , but their good intention is often frustrated by their own want 
r now ledge as to what and how to teach. Fee for the course £ l 1 s * 

to the men ^ er * Those who wish to join the class should write at once 
the Hon. Sec., 63 St. George’s Road, S.W. 
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Hampstead and St. John’s Wood Branch.— a 


/ b y kind permission of Mrs. Lindsay Johnson)’ h L eld 

,-L^ns (near Finchley Road Metropolitan Station) on Monrl’ N ® therha11 
M, when a paper was read by Miss Eva Young 0 n <‘ TH X" ‘ 7 ’ 
ion of the Future : Keyboard Notation.” SvllaW • iu The Musical 
Present -Opposing Tendencies - Comparison with 


and Bad Ear— Moral and Intellectual Value of Mustc-Cmf 5 ' 000 ' 1 
the Unmusical-Importance of Symbolism: Arithmetic, WriS £ * 
Musical Symbolism-Analysis of the Present Method -The vll t 
Method, with Diagrams Realisation of Key-Learning by Heart-’™*" 1 
Types of Players -Sight Singing and Playing-Music for the Pool- 

Difficulties— Conclusion. 

Hampstead and St. John’s Wood Union.-A meeting of the above 
Society was held on Monday at 87 Fmchley Road, by permission of 
Mrs. James. Miss Helen Webb, M.B.Lond., read a paper entitled 
“ Mind and Body,” treating of children of a nervous temperament’ 
Various questions as to the right treatment of such children were answered 
by Miss Webb and the Chairman, Dr. Eady. 

READING Branch.— There was a meeting of the above held at the 
High School, on Saturday, March 4, by the kind invitation of Miss L. E. 
Haigh, the Head Mistress, the chair being taken by the Rev. F. T. Colson, 
Vicar of St. John’s, at 3 o’clock. The minutes of the last meeting having 
been read and confirmed, an exceedingly interesting and instructive paper 
was read by Mr. Hastings Gilford, on the “ Physical Education of Children.” 
A vote of thanks to the lecturer, to the Chairman, and to Miss Haigh was 
proposed by Mr. Henry T. Perrin, the Hon. Organising Sec. of the Union, 
who came from London to be present at the meeting, and this was 
seconded by the Rev. R. H. Hart Davis. Mr. Alfred Sutton generously 
offered a donation of six books towards the new Lending Library, which 
announcement was received with acclamation. After partaking of tea and 
coffee, kindly provided by Miss Haigh, the company separated. 

Woodford and Wanstead Branch.— A paper was read on March 15 
by Miss Franks on the Training of the Hand and Eye in the Kindergarten, 
illustrated with many diagrams and models. About thirty ladies and 
gentlemen were present. The next lecture is fixed for April 28, and will 
he given by J. Russell, Esq. ; Sloyd being the subject for the evening. 

“ The Parents’ Association of America. ^ 

I. This Society shall be called “ The Parents’ Association of America. 

II. The object of the Society shall be : , ^ 

(1) To afford to parents opportunities for Co-operation an on 
sultation, so that the wisdom and experience 0 eac 1 ma> 

Pr “^ate their enthusiasm through the sympathy of numbers 

^ a better public opinion on the -^ject of^e gaining of 
children, and, with this object in view, to co ect anc 

best information and experience on the subject. nrinciples 

(4) To assist parents of all classes to understand the best prmapl 
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and methods of Education in _all its aspects, and especially ; n , 
which concern the formation of habits and character. thos e 

(5) To secure greater unity and continuity of Education by b a 

nising home and school training. 

We are delighted to hail an American Society worked entirely 
P.N.E.U. lines. 

p N E U. Junior Archaeological Society. I have been asked 1 
the Editor of the Parent? Review to make known to its readers a sche y 
for giving young people generally the opportunity of studying , he ** 
history of their own counties. I cannot do this better than by laying be f 0r 
you the lines on which a Junior Archaeological Society is this year bei n ! 
carried out in Sussex. 

Suggested Plan for the Working of the Sussex Ju 

A 'rrh/rnlncrimJ Ssnricfv 


unior 


That it shall be under the management of a Council of Reference which 
shall decide the rules and admit the members. 

That the members shall be over seven and under seventeen years 
of a;e. 

That there shall be two Meetings annually, in June and in August. 

That the arrangements for each Meeting shall be undertaken by one 
or two members of the Council, living nearest to the place it is proposed 
to visit ; a Manager, appointed on each occasion, who will arrange for the 
conveyance of the party ; and the Secretary. 

That a Lecturer be chosen to take the leadership of the party at the 
scene of interest. 

That two prizes be offered, a senior and a junior, for the best answers 
to a list of questions supplied three days after each meeting by the 
Lecturer ; each Competitor shall undertake to answer the questions un- 
aided and from memory. This Examination is optional. 

That each Member shall bring his own lunch. Tea will be provided 
by the Manager at a small cost. 

That each Member has the privilege of biinging two friends senior to 
the age of membership. 

(It is desirable that children shall not be unaccompanied.) 

That the Terms of Membership shall not exceed 5^. a year. 

^ ou W1 ^ see by this that the actual rules are not yet determined upon, and 
that the Society is quite in its infancy; so I cannot offer to others the result of 
our experience until after the first Expedition, which we hope will take 
place in June, Battle Abbey being the place chosen. I will, however, gladly 
give all the help that lies in my power to any Members of the P.N.E.U. who 
^ould like to extend this Junior Archaeological Society to their own neigh- 
our oods, and will also later, if desired, give a short account of our f rst 
meeting, by means of the Editor’s post-bag. 

Pakyn’s Manor, Hurstpierpoint. F. E. BORRE r * 
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“ Education is an atmosphere, a discipline of life.” 


BIBLE TEACHING, OLD AND NEW. 

By Mary L. G. Petrie, B.A. 

(Author of “ Clews to Holy Writ." J 


Our age, which has invented the word “ Paxlagogv ” 
and made elementary instruction compulsory for all, is pre- 
eminently an age of Education. It reconsiders the subjects 
to be taught. German is challenging Greek, and type-writing 
and shorthand have thrust out time-honoured caligraphy. It 
re-considers the methods of teaching all subjects. Pinnock s 
“ Catechism of English Kings ” yields to Green’s “ Short 
History of the English People,” and “ Mangnall’s Questions " 
to the series of primers by eminent specialists lately issued 
by Messrs. Macmillan. 

But among all books to be learned for ourselves, or taught 
to our children, one Book, the most wonderful book in the 
world, still stands supreme. If we want evidence that rru n 
have not outgrown their need of the Bible and its teaching, 
we have only to study the results of that system of education 
which the religious impartiality of the British government has 
shaped in India. “ We have diligently sown, says me 
Bishop of Lucknow, “logic, mathematics, and physio ogy, 
and there comes up, not the Marci Aurelii of our imagination, 
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